Message 


From; Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES.HANCHETT] 

Sent: 12/20/20111:00:12 PM 

To: 'fugoe@ehs.umass.edu' [fugoe@ehs.umass.edu] 

Subject: Lab Assessment 


Hi Alesia, 

I moved the Microwave into the office and threw away dryer with bad cord. The eye wash check list was located 
on the north wall next to gas tanks. 

Thanks, 


Ji m Hanchett 
Amherst Drug Lab 
RoomN251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fa x 413-545-260 8 
Cell^^^^H 
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